PHILIP MORRIS U.S.A. 


_ INTEROFFICE CORRESPONDENCE 

120 PARK AVENUE, NEW YORK, NY 10017 


TO: R. Huckfeldt DATE: January 4, 1991 

FROM: J. Greene 

SUBJECT: CAMBRIDGE CONTINUOUS POS - ADDITION 

Will you please initialize a purchase requisition for the 
Cambridge small pricing dangler #49530 and add it to the list of 
continuous POS. 


Quantity: 100,000 

PF: 20 


Thank you. 


cc: L. Cappelli 

A. Goldfarb 
D. Hufford 
V. Occhiuto 
T. Ryan 
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Source: https://www.industrydocuments.ucsf.edu/docs/mqby0004 





